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NOTICES 


FEDERAL  ENERGY 
ADMINISTRATION 

NATIONAL  UTILITY  RESIDUAL  FUEL  OIL 
ALLOCATION 

Supplier  Percentage  Notice  for  November 
1975 

Pursuant  to  the  provisions  of  10  CFR 
211.163(b)  (2) .  211.165  and  211.166(d)  (2) , 
the  Federal  Energy  Administration 
(PEA)  hereby  provides  notice  of  the 
volumes  of  residual  fuel  oil  allocated  to 
each  utility  and  the  percentage  of  such 
volumes  required  to  be  supplied  by  each 
supplier  for  delivery  in  November  1975. 
This  information  is  set  forth  in  the  Ap¬ 
pendix  to  this  notice.  Adjustments  of  cer¬ 
tain  supplier  base  period  percentages 
have  been  made  at  the  request  of  affected 
utilities  and  suppliers,  pursuant  to  the 
criteria  of  10  CPR  205.25  and  are  re¬ 
flected  in  the  Appendix. 

The  utility  allocations  were  determined 
after  review  of  the  relative  availability 
of  supplies  of  residual  fuel  oil  for  alloca¬ 
tion  to  both  utility  and  non-utility  uses. 
In  calculating  the  allocation  level  for 
each  utility  the  FEA  considered  all  of  the 
factors  enumerated  in  10  CFR  211.163(b) 
(2)  and  also  the  following  other  fact(H^: 

1.  The  data  contained  in  the  Federal 
Power  Commission  (PPC)  Form  23B  sub¬ 
mitted  by  utilities; 

2.  Natural  gas  curtailments; 


3.  PEA’S  predictitHi  that  the  supply 
level  of  residual  fuel  oil  is  expected  to 
generally  equate  to  the  total  demand. 

The  amoimts  shown  in  the  Appendix 
are  the  quantities  of  residual  fuel  oil  that 
suppliers  are  obligated  to  make  available 
for  November,  1975  in  the  event  PEA's 
allocation  authority  is  extended  to  in¬ 
clude  the  entire  month.  FEA  intends  to 
publish  shortly  a  notice  providing  guid¬ 
ance  for  -  allocation  through  November 
15  if  the  Allocation  Act  is  not  extended. 
Some  utilities  will  not  receive  any  allo¬ 
cation  for  this  month  for  various  reasons 
including  the  fact  that  these  utilities 
bum  other  fuels  primarily  and  use  resi¬ 
dual  fuel  oil  only  for  standby  purposes. 

The  Appendix  provides  the  names  of 
the  suppliers  obligated  to  supply  each 
utility  and  each  supplier’s  percentage 
and  volume  of  each  month’s  allocation  to 
a  utility.  The  first  column  of  the  Ap¬ 
pendix  lists  each  utility  with  its  sup¬ 
pliers.  The  second  column  sets  forth  the 
recommended  PEA  bum  level.  The  third 
and  fourth  columns  provide  each  sup¬ 
plier’s  respective  percentage  and  volume 
share  of  a  utility’s  allocated  volume  of 
residual  fuel  oil.  The  fifth  column  pro¬ 
vides  the  total  volume  of  residual  fuel 
oil  for  each  utility  from  all  suppliers. 
Following  the  name  of  certain  suppliers, 
an  additional  supplier  is  shown  in  p>aren- 
theses.  The  supplier  in  parentheses  is 
presumed,  on  the  basis  of  the  best  in¬ 
formation  available,  to  be  the  supplier 
of  the  utility’s  supplier.  This  informa¬ 


tion  is  provided  for  the  convenience  of 
such  suppliers  and  the  FEA  requests  that 
any  additions  or  corrections  in  this  re¬ 
gard  be  forwarded  to  PEA  Electrical 
Utilities  Reports,  Code  47,  Washington, 
D.C.  20461. 

It  is  contemplated  that  corrections  or 
adjustments  to  delivery  levels  for  cer¬ 
tain  utilities  may  be  required  during  the 
month  of  November  to  avoid  undue 
hardship.  FEA  will  consider  special  cir¬ 
cumstances  such  as  unexpect^  outages 
which  cause  fuel  consumption  to  exceed 
PEA'  bvim  levels  in  any  month.  Such 
corrections  or  adjustments  shall  be  made 
pursuant  to  Subparts  B  and  C  of  10  CFR 
Part  205. 

FEA  expects  the  utilities  to  consume 
supplies  at  or  below  PEA  bum  levels, 
which  are  based  on  the  utilities’  proposed 
bum  levels. 

The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data 
derived  from  utilities’  filings  or  PPC 
Form  23B.  ’Thus,  the  timely  submission 
of  PE*C  Form  23B  will  be  a  necessary 
prerequisite  to  receiving  future  alloca¬ 
tions  if  the  Mandatory  Petroleiun  Allo¬ 
cation  Program  is  extended  beyond  its 
Novonber  15,  1975,  expiration  date. 

Reports  should  be  addressed  to  FEA 
Electrical  Utilities  Reports,  Code  47, 
Washin^n,  D.C.  20461. 

Issued  in  Washington,  D.C.,  Octo¬ 
ber  27,  1975. 

David  Q.  Wilson, 
Acting  General  Counsel. 
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APPENDIX 

RESIDUAL  FUEL  ALLOCATIONS  TO  UTILITIES  FOR  NOVEMBER  1975 

RECOMMENDED  BY  SUPPLIER  TOTAL 

FEA  BURN  PCT  BARRELS  (BARRELS) 

1,  northeast  power  coordinating  COUNCIL  AREA  (NPCC) 


CONNECTICUT 


UNITED  ILLUMINATING  CU 

WYATT  INC  (EXXON) 

TEXACO 

561*000 

15.00 

67.00 

72*950 

466*070 

561*000 

NORTHEAST  UTILITIES 

nN.HARTwELL&SONS-INC 

wYATT-INC-(EXXON) 

AMERAOA«HESS 

TAD»JONES-CO-(GULF) 

1*691*000 

1.00 

10.00 

68,00 

21.00 

16*910 

169*100 

1*149.660 

555*110 

1*691*000 

MAINE 

banguk  hydru  elec.  CO. 

SPRAGUE 

26*il0 

100.00 

26*510 

26*510 

CENTRAL  MAINE  POWER  CO. 
texacu 

256*000 

100.00 

258*000 

256*000 

MAINE  PUBLIC  SERVICE  CO. 
dead  RlV.O. (SPRAGUE) 

190 

100.00 

190 

190 

MASSACHUSETTS 

BOSTON  EDISON  CO. 

SPRAGUE 

nhite  Fuel  (texaco) 

EXXON 

1*529*000 

12.00 

46,00 

42,00 

159*460 

611*540 

556*160 

1*529*000 

FITCHBURG  GAS  &  EL. 

NORTHEAST  PETROLEUM 

15*000 

100,00 

15*000 

15*000 

E. UTIL. ASSOC. (MONT AUP&BL 
TEXACO 

255*000 

100,00 

255*000 

255*000 

BRAINTREE  ELEC-  LT.  DEPT 

CK  SMITHCGOLD. EAGLE) 

15*646 

100,00 

15*648 

15*648 

HOLYOKE  GAS  AND  ELECTRIC 
WYATT  INC  (EXXON) 

13*074 

100,00 

15*074 

15*074 
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NOTICES 

■ 

5 

recommended 

BY  SUPPLIER 

TOTAL 

FEA  BURN 

PCT 

BARRELS  (BARRELS) 

PtAtiUUY  tte-CTRIC  LT  OfcPT 

0 

0 

TAUNTOM  HUN,  UT, 

104,644 

104,644 

QUINCY  UlL  CO  (tXXUN 

100,00 

104,644 

NLW  tNG,  G  &  h 

953,000 

953,000 

new  England  petro 

64,60 

806, 144 

white  fuEL(TfcXACO) 

15,20 

144,656 

NEW  ENG,  ELEC 

£,011,000 

2,011,000 

ASIATIC  PETRO  CQRP 

60,00 

1 , 206 , 600 

PRULEASE 

,10  • 

2,011 

PETRO-MKT-CURP 

39,90 

802*369 

NEW  HAMPSHIRE 

PUB  SEH  UE  N,H, 

433,000 

i 

433,000 

SPRAGUE 

26,30 

113,879 

CONOCO 

73,70 

319,121 

NEW  YORK 

central  HUDSON  gas  (b  ELE 

622,270 

- 

622,270 

AMERADA  HESS  CORP 

100,00 

822,270 

CONSUL  EDISON  OE  NY 

3,532,000 

3,532,000 

NEW  ENGLAND  PETRO 

45,50 

1,607,060 

AMERADA  HESS  CORP 

22,30 

767,636 

EXXON 

20,60 

734,656 

TEXACO 

' 

U.40 

402,648 

LONG  ISLAND  LIGHT  CO, 

1,565,000 

1,585,000 

NEW  ENGLAND  PETRO 

100,00 

1,585,000 

ORANGE  &  ROCKLAND  UTILIT 

615,219 

815,219 

GUSTAFSON  OIL  CO 

51,50 

419,837 

HOWARD^EUEL-CORP 

11,20 

91,304 

AMERADA-HESS^CORP 

29,90 

243,750 

ASIATIC-PETRO-CORP 

7,40 

60,326 

ROCHESTER  GAS  fi.  ELECTRIC 

133,043 

133,043 

allied  0 

29,70 

39,513 

MONOCO  oil  COMPANY 

70,30 

93^529 

ereeportf  village  of 

0 

0 
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RECUMHENDEO 


BY  SUPPLIER 


TOTAL 


FEA  BURN 

PCI 

BARRELS  (BARRELS) 

NIAGARA  NQHAINK  PQnER  CO, 
NEW  ENGLAND  PETRO 

650,366 

100,00 

850,366 

650,366 

RHODE  ISLAND 

NEWPORT  electric  CURP 

CK  SMITH 

a, 125 

100,00 

4,125 

4,125 

2,  MID-ATLANTIC  AREA  COORDINATION  AGREEMENT  (MAAC) 

DELAWARE 

DELMARVA  PWR  &  LT 

GULF 

STEUART  PETROLEUM  CO 
CONOCO 

TEXACO 

560,000 

6,00 

22,00 

65,00 

5,00 

46,400 

127,600 

377,000 

29,000 

560,000 

DOVER,  CITY  OF 

TEXACO 

62,300 

100,00 

62,300 

62,300 

DISTRICT  UT  COLUMBIA 

POTOMAC  ELEC.  FWR, 

STEUART  petroleum  CO 
ASIATIC  PETRO  CORP 

427,000 

^l,00 

79,00 

69,670 

337,330 

427,000 

MARYLAND 

BALTIMORE  GAS  &  ELECTRIC 
AMERADA  HESS  CORP 
EXXON 

722,956 

52,70 

47,30 

360,996 

341,959 

722,956 

NEW  JERSEY 

PUBLIC  service  electric 
AMERADA  MESS  CORP 
EXXON 

1,035,000 

76,00 
'  22,00 

607,300 

227,700 

1,035,000 

VINELAND, CITY  OE  ELEC, 
BRITISH  petroleum 

36,620 

100,00 

38,620 

36,620 

- 
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NOTICES 


7 

recommended 

FEA  BURN 

BY  SUPPLIER  TOTAL 

PCT  BARRELS  (BARRELS) 

ATLANTIC  CITY  fcLECTRIC  C 
AnLRAOA  HESS  CORP 
CUNUCO 

280, 797 

60,00 

40,00 

168,478 

112,318 

280,797 

GPU  integrated  systeh 

SHIPLEY-HUMBLE 

AMERADA  HESS  CURP 

SwANN  UIL  INC 

238,304 

1,00 

94,00 

5,00 

2,383 

224,005 

11,915, 

238,304 

PENNSYLVANIA 

PENNSYLVANIA  PNR  &  LT 
AMErADA-HESS-COrP 

370,000 

100,00 

370,000 

370,000 

PHILADELPHIA  ELECTRIC  CO 

nen  England  petru 

AMERADA  HESS  CORP 

ARCO 

GULF 

CONOCO 

TEXACO 

1,321,100 

2,10 

21.50 

28.50 
9,00 

14,90 

24,00 

27,743 

284,036 

376,513 

118,899 

196,843 

317,064 

1,321,100 

3,  SOUTHEASTERN  ELECTRIC 

RELIABILITY  COUNCIL  (SERC) 

FLORIDA 

Florida  p  4  l 

EXXON 

BELCHER  OIL(EXXON) 

2,569,000 

15,00 

85,00 

385,350 

2,183,650 

2,569,000 

FLORIDA  POnER  CORPORATIU 
AMERADA  HESS  CORP 
EXXON 

1,700,000 

40,00 

60,00 

680,000 

1,020,000 

1,700,000 

GULF  POWER  CO, 

BAKER  SERVICE(EXXON) 

24,224 

100,00 

24,224 

24,224 

TAMPA  electric  CO, 

WESTERN  (NEW  ENG  PET 

121,686 

100,00 

121,686 

121,686 

FORT  PIERCE,  CITY  OF 

BELCHER-UIL«(EXX0N) 

45,000 

100,00 

45,000 

45,000 

GAINESVILLE,  CITY  OF 
EASTERN  SEABOARD 

86,710 

100,00 

86,710 

86,710 
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8 


recommended 

FEA  BURN 

BY  SUPPLIER  TOTAL 

PCT  BARRELS  (BARRELS) 

JACKSUNVILLL  blEC.  AUTH, 
VtN  FUEL  INC 

NEW  ENGLAND  PETRO 
AHERADA  HESS  CURP 

600,000 

82,60 

8,70 

8,70 

495,600 

52,200 

52,200 

600,000 

KEY  WEST  UTILITIES 
STD.OIL-AY 

56,000 

100,00 

56,000 

56,000 

LAKE  WORTH  UTIL  AUTHORIT 
BELCHER  OIL(EXXON) 

6,910 

100,00 

6,910 

6,910 

LAKELAND  LIGHT  &  wTR  OEP 
dELCHER(STO,OIL*KY) 

111,300 

100,00 

111»300 

.  111,300 

NEW  SMYRNA  BEACH 

0 

0 

ORLANDO  UTILITIES  COMM, 
BELCHER 

383,000 

100,00 

383,000 

383,000 

SE6RING  UTILITIES  COMM. 
UNION  OIL  OF  CA 

2,16a 

100,00 

2,164 

^  2,164 

TALLAHASSEE,  CITY  OF 

UNION  OIL  OF  CA 

18,743 

100,00 

18,743 

18,743 

VERO  BEACH  MUNICIPAL  POw 
BELCHER  OIL(EXXON) 

31,965 

100,00 

31,965 

31,965 

FLORIDA  KEYS  ELEC  COOP 

0 

0 

GEORGIA 

GEORGIA  POWER  COMPANY 

NEW  ENGLAND  PETRO 

88,863 

100,00 

88,863 

88,863 

SAVANNAH  ELECTRIC  &  PURE 
COLONIAL  OIL(EXXON) 

226,500 

100,00 

226,500 

226,500 

MISSISSIPPI 

MISSISSIPPI  POWER  CO, 

BAKER  SERVICE(EXXON) 
ERGONCINTL  TRADING) 

53,800 

55.00 

45,00 

29,590 

24,210 

53,800 

SOUTH  MISSISSIPPI  ELEC 

SOUTHLAND  OIL 

AMERADA  HESS  CORP 

23,827 

83.00 

17.00 

19,776 

4,051 

23,827 
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NOTICES 


• 

9 

RECOMMENDED 
FEA  BURN 

BY  SUPPLIER  TOTAL 

PCT  BARRELS  (BARRELS) 

NUHTH  CARULINA 

- 

CAKULINA  PUHtK  &  LT, 

0 

•0 

'  SOUTH  CAROLINA 

S, CAROLINA  PUB  StKV  AUTH 

'  0 

■ 

0 

S. CAROLINA  LLLC  &  GAS  CO 
tXXON 

399, iOO 

100,00 

3997300 

399,300 

VIRGINIA 

VIRGINIA  tLECTRiC  PUWtR 
ASIATIC  PfcTRO  CQRP' 
NLW-LNGLAND-PtTRO 
tXXUN 

AMOCO 

1,654,600 

16,60 

l5,60 

47,30 

20,50 

2747663 

2587117 

7627625 

'3397193 

1,654,600 

0,  SUUTHNfcST  PUwLR  POOL 

COORDINATION  COUNCIL  CSPP) 

ARKANSAS 

JUNLSBURU  match  and  LiGh 

0 

0 

ARKANSAS  LLCC  COOP 

L06IC0N  INC  (SMCLL) 

E  L  BRIDC(TfeXACO) 

1367429 

60,00 

20,00 

1107743 

277685 

136,429 

COLORADO 

CTibUf  StCULU  PWR  DiV, 
CONOCO 

KANSAS 

150 

100.00 

150 

150 

central  KANSAS  PmR 

GR.PLSCCRA^MRMLAND) 

6,765 

100,00 

67765 

6,7  65 

CT&Uf  MESTERN  PwR  DIV 

carter-mtr 

AMOCO 

NO-AMER-PETRO 

101,000 

4,00 

73,00 

23,00 

47040 

73,730 

23,230 

101,000 
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10 

recommenoeo  by  supplier  total 


FEA  BURN 

PCT 

BARRELS  (BARRELS) 

KANSAS  GAS  &  ELEC 

ASPHEPETRO  INOUST 
FRONTIER  PRODUCTION 

,  lASfOQO 

64,70 

15,30 

122, SIS 
22,165 

145.000 

KANSAS  POWER  A  LIGHT 

GR.PLS 

NTL  COOP  REFINERY 
PHILLIPS  PETROLEUM 

Z09,S00 

36,40 

I5,S0 

46,10 

6.0.446 

32.472 

96.579 

209.500 

chanute,city  of 

HID  AHER.REFINING 

100,00 

2.269 

2.269 

CLAY  CENTER  LTftY^TR 

0 

0 

COFFEYVILLE  LT  1  PWR 

0 

0 

LARNED  WTR  A  ELEC 

0 

0 

MCPHERSON  BO  OF  PUB  UTIL 
NTL  COOP  REFINERY 

SrbOO 

100,00 

2.500 

2.500 

OTTAWA  WTR  &  LT 

CARTER  WTR(AMUCU) 

660 

100,00 

660 

660 

LOUISIANA 

central  LOUISIANA  ELECTR 
FALCO 

ATLAS(PENNZOIL) 

aOfOOO 

66,70 

33,30 

26.660 

13.320 

40.000 

JONESBORO  POWER  A  LIGHT 

0 

0 

SOUTHWESTERN  ELECTRIC  PO 
FALCO 

20,0^0 

100,00 

20.000 

20.000 

MIDDLE  SOUTH  SERVICES 

E  L  BRIDECOKC  REF,) 
TAUBER  OIL  CO 

ERGON  INC  (EXXON) 
REESE  OILCSUN  OIL) 
SHELL 

EXXON 

MURPHY  OIL  CORP 

TEXACO 

l#629,000 

1,70 

20,50 

3,60 

.30 

21,30 

12,90 

30,00 

9,50 

31.093 

374.945 

69,502 

5.467 

369.577 

235.941 

546.700 

173.755 

1.629.000 
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NOTICES 


11  ■ 

RECOMHtNOEO  BY  SUPPLIER  TOTAL 

FEA  BURN  PCT  BARRELS  (BARRELS) 

MISSISSIPPI 


CLARKSDALE  MTR  L  LT 
SOUTHLNO  OIL 


9,703 

100,00 


9,703 

9,703 


YAZOO  CITY  PUB  SERV 


0 


MISSOURI 


ST  JOSEPH  IJ  &  PNR 
E  L  BRIDE 

EMPIRE  OIST  ELEC 
E  L  BRIDE 

OKLAHOMA 


S,b00 

100,00  5,500 

U220 

100.00  1,220 


5,500 

1»220 


UKLAHUMA  gas  ELEC  0 

BLACKmELL  WTR  &  LT  0 

WESTERN  FARMERS  ELEC  COO  0 

TEXAS 


0 

0 

0 


GULF  STATES  UTILITIES  200,000 


LAJET 

4,00 

6,000 

EXXON 

20,10 

40,200 

SOUTH  HAMPTON  CO 

22,30 

44,600  ' 

TENNECO 

16,10 

32,200 

COASTAL  states  MKTG 

37,50 

75,000 

5,  ELECTRIC  RELIABILITY  COUNCIL 

OF  TEXAS  (ERCOT) 

DALLAS  POWER  &LT. 

uooo 

WINSTON  REF  CO 

ia,20 

162 

BEE  OIL&REFINING 

15,60 

156 

KERR  MCGEE  OIL  CO 

18.90 

169 

J&W  REFINING 

47,20 

472 

HOUSTON  LIGHT  &  PWR 

AMERADA  HESS  CORP 

1*111 

100,00 

1*111 

200,000 


1,000 


Will 


KOflAL  tfOISTft,  VOL  40,  NO.  Ill— RIDAY,  OCTOKt  31,  1975 


NOTICES 


50951 


12 

RECONHCNOEO  BY  SUPPLIER 


FEA  BURN 

PCT 

BARRELS 

TEXAS  ELEC  SERV 

SHELL 

MINSTUN  REFINING 

JftN  REFINING 

TESORU 

1147690 

24,10 

61,30 

4,10 

10,50 

27,640 

70,304 

4,702 

12,042 

TLXAS  PMR  1  LT 

LA  GLORIA  OlLtGAS  CO 
KERR  HCGEE 

JAM  REFINING 

17677 

31,10 

19,90 

49,00 

521 

333 

621 

WEST  TEXAS  UTIL 

PRIDE  RE'FmiNG  INC 

100 7 200 

100,00 

100,200 

AUSTIN  CITY  ELEC  DEPT 
TESORO 

117905 

100,00 

11,905 

BRYAN,  CITY  OF 

PETROLEUM  TAT(3  RIVE 

77460 

100,00 

7,460 

6ARLAND7CITY  OF 

DELTA  REFINING  CO 

PRIDE  REFINERY  INC 

WbOO 

25,30 

74,70 

379 

1,120 

LOWER  COLORADO  RIVER  AUT 

0 

SAN  ANTONIO  PUB  SERV 

TESORU 

107224 

100,00 

10,224 

BRAZOS  ELEC  COOP 

0 

MEDINA  ElEC  coop 

TESORO 

27620 

100,00 

2,620 

6,  ~HID*AMERICA  INTERPOOL 

NETWORK  (MAIN) 

ILLINOIS 

commonwealth  EDISON  CO, 
ALLIED  0, 

CLARK  OILAREF.CORP 

^  3437OOO 

96^00 

2,00 

336,140 

6,860 

ILLINOIS  POWER  CO 

ALLIED  0, 

427000 

100,00 

42,000 
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NOTICES 
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recommended 

BY  SUPPLIER 

TOTAL 

FEA  BURN 

PCT 

BARRELS 

(BARRUS) 

MISSOURI 

UNION  ELECTRIC 

78,500 

\ 

78,500 

APEX  OIL  CO 

100,00 

78,500 

NISCONSIN 

SUPERIOR  MTK  «.  LT 

10,953 

10,953 

murphy  oil  CORP 

100,00 

10,953 

NISCONSIN  ELEC  PNR 

18,024 

18,424 

INDUST  FUELSASPHALT 

100,00 

18,424 

?•  HIO-CONtXNENt  area  reliability  CUUROINATION  agreement  (MARCA) 


IONA 


ATLANTIC  municipal  UTILI 
MCMILLAN  OIL  CO 
INTERSTATE  POWER 

NORTHWESTERN  REF 

MINNESOTA 


b,Qlb 

100,00 

13,330 

100.00 


5,075 

13,330 


5,675 

13,330 


MINNESOTA  PNR  li  LT 

MURPHY  OIL 

30,700 

100,00 

30,700 

30,700 

AUSTIN  UTILITIES 

GUSTAFSON  OIL  CO 

northnestern  ref 

N  H  BARBER 

12,437 

33,00 

48,30 

18,70 

4,104 

6,007 

2,325 

12,437 

FAIRMONT  NTR  &  LT 

0 

0 

MARSHALL  MUNICIPAL  UTIL 

0 

• 

0 

ONATONNA  MUN  UTIL 

GUSTAFSON  OIL  CO 

northnestern  ref 

16,047 

40,00 

60,00 

6,418 

9,628 

16,047 

NORTHINGTON,  CITY  OF 

ALLIED  0, 

2,726 

100,00 

2,726 

2,726 

sc  ^ 
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RECOMHENOED  BY  SUPRUIER  TOTAL 


- 

FEA  BURN 

PCT 

BARRELS  (BARRELS) 

NORTHERN  STATES  PNR 

E  L  BRII>E(TEXACO#NC) 

21f290 

100,00 

21*290 

21*290 

NEBRASKA 

central  NEBRASKA  PUBLIC 
FARMLAND  INDUSTRIES 

64# 366 

100,00 

64*366 

64*366 

FAIRBURY  LT  1  MTR 

CARTER  MTR(TEXACO) 

5»240 

100,00 

5*240 

5*240 

GRAND  ISLAND  ELEC 

E  L  BRIDE 

6a22 

100,00 

6*122 

6*122 

HASTINGS  UTILITIES  DEPT 
CARTER  MTR 

2»3S4 

100,00 

2*354 

2*354 

LINCOLN  ELECTRIC  SYSTEM 

E,L«  BRIDE  CO 

4^843 

100,00 

4*843 

4*643 

NEBRASKA  PUBLIC  POWER  DI 
panhandle  COOP  ASSOC 

27*090 

100,00 

27*090 

27*090 

OMAHA  PUB  PWR  DIST 

MILDER  OIL  CO 

14*470 

100,00 

.14*470 

14*470 

WISCONSIN 

LAKE  SUPERIOR  DIST  PWR 

0 

0 

6,  EAST  central  AREA  RELIABILITY  COORDINATION 

agreement  (ECAR) 

MICHIGAN 

CLINTON  LT  &  WTR 

CRYSTAL  REFINING  CO 

762 

100,00 

762 

762 

GRAND  HAVEN  BD  PUB 

OSCEOLA  REF 

W556 

100,00 

1f556 

1*556 

HILLSDALE  BD  OF  PUB  WORK 
LEWISIGLADIEUX  REF) 

2*800 

100,00 

2*800 

2*600 

H  s  ■ 

CONSUMERS  POWER 

MURPHY  MUOIV.AMOCO 
ENTERPRISE  OIL  CO 
INDUST  FUEL&ASPH'ALT 
RUPP  OIL  COMPANY 
CONSUMERS  PWR*CRUDE 
BORON  OILCSTANDARD) 
GLADIEUX  REF 

LAKESIDE  REFINING  CO 
TOTAL  LEONARD  INC 
OSCEOLA  REFINING  CO  , 

773*785 

6,00 

6,00 

2,00 

2,00 

54,00 

3,00 

1,00 

14,00 

4,00 

8,00 

46*427 

46*427 

15,475 

15*475 

417*643 

23*213 

7*737 

108*329 

30*951 

*773*765 
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recommended  by  supplier  total 

PEA  BURN  PCT  BARRELS  (BARRELS) 


DETROIT  EDISON  CO, 

ENTERPRISE  OIL  CO 
CANADIAN  PUEL  MKTRS 

PETRO  PRODUCTS 

SUN  OIL  LTD 

MARATHON  OIL 

528, 155 

4,80 

9,90 

5,40 

70,00 

9,90 

25,351 

52,287 

28,520 

369,708 

52,267 

528,155 

OHIO 

' 

CLEVELAND  ELEC  ILLUMlN 
ALLIED  0,(ASHLAND) 

22,266 

100,00 

22,286 

22,286 

TOLEDO  EDISON 

SUN  OIL 

Uf98^ 

100,00 

11f984 

11f984 

PENNSYLVANIA 

ALLEGHENY  POWER  SERVICE 
ALLIED  O.CNEPCO) 

96,550 

100,00 

46,550 

46,550 

9,  WESTERN  SYSTEMS  COORDINATING  COUNCIL  (WSCC) 

ARIZONA 

TUCSON  GAS  &  ELEC 

GOLDEN  GATE  PETRO 
HOLLAND  OIL(TOSCO) 
SO-UNION-OIL 
NAVAJ0<»REPIN1NG 

204,637 

22,00 

S,00 

51,00 

22,00 

45,020 

10f231 

104,364 

45,020 

204,637 

SALT  RIVER  PROJECT 

GUSTAFSON  OIL  CO 
DOUGLAS  OIL  CO 

LITTLE  AMERICA 

TESORO 

MACMILLAN 

POWERINE  OIL  CO 

SAN  JOAQUIN  REF 

63,000 

2,60 

19,70 

12,40 

17,00 

18,10 

29,10 

567 

1#764 

12#411 

7,812 

10,710 

llr403 

18,333 

~  63,000 

ARIZONA  PUBLIC  SERVICE  C 
PACIFIC  SOUTHWEST 

BASIN  FUELS 

UNION  OIL  OF  CAL 

SAN  JOAQUIN  REF 

3Uf791 

16,50 

4,00 

63,00 

16,50 

51,445 

12#471 

|96,428 

51,445 

311,791 
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KtCOHMENOEO  BY  SUPPLIER  TOTAL 

FEA  BURN  PCT  BARRELS  (BARRELS) 

CALIFORNIA 


PACIFIC  GAS  &  ELECTRIC  C  3f2l5»000  3»215#000 


ARCO 

PHILLIPS  PETROLEUM 

UNION  OIL  OF  CA 

71.30 

24.00 

4.70 

2,292,295 

771,600 

151,105 

SAN  OIEGQ  GAS  &  ELECTRIC 

HIRI 

TESORO 

ifOaSfOOo 

60.00 

40,00 

627,000 

418,000 

1,045,000 

BURBANK  CITY  PUBLIC  SER, 

ARCO 

lOifOOO 

100,00 

103,000 

103,000 

GLENDALE  PUBLIC  SERVICES 
POWERINE  OIL  CO 

99»000 

100,00 

99,000 

99,000 

Imperial  irrigation  oist 

CRESCENT  REF&OCGULF) 

ao»90o 

100,00 

40,900 

40,900 

LOS  ANGELES  DEPT  OF  NATE 
PETROBAY 

ARCO 

EDGINGTON  OIL  CO 

NENHALL  REFINING  CO 
PONERINE  OIL  CO 

SAN  JOAQUIN  REF 

1  $  678  f  000 

7,60 

59,80 

20,90 

5,00 

3,20 

3,50 

127,528 

1,003,444 

350f702 

83,900 

53,696 

58,730 

1,678,000 

SOUTHERN  CALIF  EDISON 

EXXON 

ARCO 

CONOCO 

TEXACO 

STO,OIL«CAL 

MACMILLAN  R,F,OIL 
PACIFIC  RESOURCES 

20,40 

7.80 
2,20 
9,70 

50,10 

3,00 

6.80 

928,812 

355,134 

100,166 

441,641 

2,281,053 

136,590 

309,604 

4,553,000 

PASADENA  PONER  CO. 

gold.eagle 

93#789 

100,00 

93,789 

93,789 

COLORADO 

PUB  SERV  COLORADO 

CONOCO 

REF.CORP 
plateau  INC 

127»343 

36,40 

43,50 

20,10 

46,352 

55,394 

25,595 

127,343 
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recommended 

FEA  BURN 

BY  SUPPLIER  TOTAL 

PCT  BARRELS  (BARRELS) 

CULORADU  SPRINGS  LT  ft  Pw 

0 

0 

LAMAR  LT  ft  PWR 

0 

' 

0 

MONTANA 

• 

i- 

MONTANA  PUMER 

0 

0 

NEVADA 

NEVADA  POWER  COMPANY 
GUSTAFSON  OIL  CO 

MUSKY  OIL  COMPANY 

f 

if 

2a,  too 

54,00 

46,00 

13,014 

11,086 

24,100 

SIERRA  PACIFIC  POWER 

GOLDEN  GATE  PETRO 

71,215 

100,00 

71,215 

71,215 

NEW  MEXICO 

PUB  SERV  NEW  MEXICO 

SHELL 

STD,OIL**TEXAS 

PLATEAU  INC 

THRIFTWAY 

NAVAJO  REFINING  ' 

62,230 

26,40 

4,30 

39,80 

5,40 

24,10 

16,428 

2,675 

24,767 

3,360 

14,997 

62,230 

plains  elec  gen  ft  TRANSH 
CARIBOU  4  CORNERS 
plateau  INC 

23,810 

2,20 

97.80 

523 

23,286 

23,810 

OREGON 

- 

PACIFIC  POWER  ft  LIGHT  CO 
STD,OIL(IND) 

197 

100,00 

197 

197 

TEXAS 

• 

community  pub  SERV 
STD,OIL«TEXAS 

28,341 

100,00 

28,341 

28,341 

EL  PASO  ELECTRIC 

SOUTHERN  UNION 

TESORO 

131,097 

74.50 

25.50 

97,667 

33,429 

131,097 
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RECOHMtNDEO  BY  SUPPLIER  TOTAL 

FEA  BURN  '  PCT  BARRELS  (BARRELS) 


UTAH 


UTAH  HUMEK  slight  CU» 

BLACKLINE  ASPH, SALES 

2S»000 

100,00 

25,000 

25,000 

MASH1N6T0N 

PUGET  SOUND  POWER  SLIGHT 

0 

0 

seattue  dept  of  ti 

SHELL 

S>640 

100,00 

6,640 

6,640 

TACOHA  DEPT  OF  PUBLIC  UT 

0 

0 

10.  ALASKA  SYSTEMS  COORDINATING  COUNCIC 

(ASCC) 

ALASKA 

COHDOVAr  TOWN  OF 

0 

' 

0 

HAWAII 

HAWAIIAN  ELECTRIC  COHPAN 
STD,0IL«CA 

SB5»25a 

100,00 

665,254 

665,254 

HILO  ELEC  LT 

ST0,0IL»CA 

3S«43S 

100,00 

35,435 

35,435 

KAUAI  ELECTRIC 

8TO.OIL— CA 

12,002 

100,00 

12,002 

12,002 

HAui  electric 

ST0«0IL-CA 

26,312 

100,00 

26,312 

26,312 

!!•  NOT  OTHERWISE  CLASSIFIED 

(NOC) 

UNKNOWN 

. 

GUAM  PWR  AUTH 

GORCO 

162,505 

100,00 

162,505 

162,505 

PUERTO  RICO  WATER  RESOUR 
COMMONWEALTH  OIL 

PUERTO  RICO  SUN  OIL 
CARIBBEAN  GULF  REF 

1,844,256 

50.00 
.  30,00 

20.00 

922,128 

553,277 

368,851 

1,844,256 

ST.  CROIX,  V.I.  WTR  PWR 
AMERADA  HESS  CORP. 

45,000 

100.00 

45,000 

45,000 

ST.  THOMAS,  V.I.  WTR.  PWR. 
AMERADA  HESS  CORP. 

45,000 

100.00 

45,000 

45,000 
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